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shoulders of the bust in consequence. The face and
features also have a rounder and more youthful appear-
ance, although of course quite conventional. The rose
mint-mark is now smaller and always of uniform size and
character. On a few of these late rose-marked groats
there is a rose on the point of the cusp of the tressure
on the king's breast. These groats all have the fleurs
terminating the cusps very small, and formed of three
pellets united as trefoils. In this they resemble some
later varieties of light groats, but their position here is
made certain by their having a dot between the pellets
on the second quarter of the reverse, in the same manner
as all the other late rose-marked groats. In the find
at Clay Ooton,3 which included 55 groats of Edward
IV with the rose mint-mark, there were only three
amongst them with the rose on the breast, and even this
is, I believe, a larger proportion than is usually found.
Of the ordinary groats without the rose, some have the
cusp on the breast fleured like the others, while others
have the point without ornament. One specimen of the
otherwise ordinary groat without the rose on the breast,
in the collection of Mr. Monckton, reads DI 6K7OTI7L
This remarkable reading is obtained by the use of
smaller letters in the obverse legend. I have myself
obtained a specimen of this coin, which also shows
small lettering on the obverse.

Light half-groats with the rose mint-mark are very
rare, and such important and complete collections as
those of Mr. Montagu and Mr. L. A. Lawrence do not
appear to have included one. I have in my cabinet a
specimen of the early variety with annulets at the side of

3 Num. CTtaran., N.S., Tol, VI. p. 136.
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